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VAULTS 229 - 229ft “ 239® 


Attachment 1 reflects the present layout far these vahlts. 

AtteahSrl ls the proposed iTyrnt. Costive flares m 

file materials and file capacities, in eahic feet, are as 

follows: _ , ^ 

Equipment Capacity 

File Material Present 


229 

229A 

229® 


39*7 

126.9 

119.9 
286*5 


12 

392 

208 

412 


84 



660 


The present equipasnt provides 30.4 percent mggexmia& roosn. 

A certain amount af excess apace in file equivalent la necessary 
for working space. 1M» aeries with the type of equipejent and 
Material to he filed, hut 25 percent is not excessive. It appears 
that store file capacity will he needed before too long. She 
proposed plan will increase the tnqjaaaioa capacity to 56. 5 percent. 
This could be further increased to 64.5 percent for a t©^ capa- 
city of 804 cu. ft. by renewing the wall separatins Vaxats A and B. 
ftea g g pa^rpoaed in the seating awaa gpoent ift essential to 
the proposed change in equipment, hut does represent an isprovrasent 
la that the present seating arran^aaent Is conducive to excessive 
loss of tine in casual conversation. 
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